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USDOC FOR MAJOR PROJECTS 

STATE PASS EXIMBANK 

E.O. 11652: N/A 

TAGS: EFIN TECH ENRG KS 

SUBJECT KOREA SECOND NUCLEAR POWER PLANT, KORI II 

1. EMBASSY BEING PRESSED BY ROKG AND KOREA ELECTRIC 
COMPANY (KECO) ON STATUS OF KORI II. 

2. BESIDES PROGRESS OF EXIM LOAN APPLICATION ROKG CON- 
CERNED WITH WESTINGHOUSE INTENTIONS IN LIGHT OF EARLY 
AUGUST WITHDRAWAL OF WESTINGHOUSE KORI II NEGOTIATING 
TEAM. 

3. EMBASSY WOULD APPRECIATE, ON PRIORITY BASIS, WHATEVER 
INFORMATION IS AVAILABLE WASHINGTON FOR EMBASSY ANSWER 
TO ROKG QUERIES. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR POWER PLANTS, BANK LOANS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SEOUL05794 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740244-0525 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740975/aaaaclvd.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Aug-2002 by kelleyw0>; APPROVED <27 FEB 2003 by shawdg> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: KOREA SECOND NUCLEAR POWER PLANT, KORI II 
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Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



